Roofed  with  hand-made  imported  Spanish 
tile,  its  interior  furnishings  creating  a  distinctly 
Old  World  atmosphere,  St.  Philip's  In  The  Hills 
is  one  of  America's  unique  churches — having 
a  12-ft.  square  plate  glass  picture  window 
over  the  altar  through  which  is  seen  the 
ever-changing  cloud  and  sunlight  effects  on 
the  foothills  of  the  Santa  Catalina  mountains. 
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